St.  Fiacre,  the  patron  saint  of  gardeners,  was  a 
French  hermit  of  Irish  descent,  born  in  670  A.D. 
This  CYPRESS  GARDENS  statue  of  St.  Fiacre  was  o 
sculptured  in  Florence,   Italy  and  is  perhaps  the  £ 
youngest   likeness   of   him   in   the   United   States.  . 
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